Washington State Register, Issue 17-19 


OFFICE OF THE CODE REVISER 
Quarterly Rule-Making Report 
Covering Registers 17-13 through 17-18 
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Type of Activity 


Amended 


Repealed 


ADMINISTRATIVE HEARINGS, OFFICE OF 
Type of Activity 


Z 
& 
2 


Number of Permanent Rules Adopted 

Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 
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Number of Sections Adopted using Pilot Rule Making 
AGRICULTURE, DEPARTMENT OF 
Type of Activity 
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Number of Permanent Rules Adopted 
Number of Rules Adopted as Emergency Rules 


Number of Rules Proposed for Permanent Adoption 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 
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Number of Sections Adopted using Pilot Rule Making 
ARCHAEOLOGY AND HISTORIC PRESERVATION, DEPARTMENT OF 
Type of Activity 
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Number of Rules Adopted as Emergency Rules 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 
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Number of Sections Adopted using Pilot Rule Making 
ARTS COMMISSION 
Type of Activity 
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Number of Rules Adopted as Emergency Rules 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 
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Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
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Miscellaneous 


Washington State Register, Issue 17-19 


Type of Activity New Amended Repealed 
Number of Sections Adopted on the Agency's own Initiative 0 0 0 
Number of Sections Adopted using Negotiated Rule Making 0 0 0 
Number of Sections Adopted using Other Alternative Rule Making 0 0 0 
Number of Sections Adopted using Pilot Rule Making 0 0 0 
ASIAN PACIFIC AMERICAN AFFAIRS, COMMISSION ON 

Type of Activity New Amended Repealed 
Number of Rules Adopted as Emergency Rules 0 1 0 
Number of Sections Adopted at Request of a Nongovernmental Entity 0 0 0 
Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 0 1 0 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 0 0 0 
Number of Sections Adopted in Order to Comply with Federal Statute 0 0 0 
Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 0 1 0 
Number of Sections Adopted on the Agency's own Initiative 0 0 0 
Number of Sections Adopted using Negotiated Rule Making 0 0 0 
Number of Sections Adopted using Other Alternative Rule Making 0 0 0 
Number of Sections Adopted using Pilot Rule Making 0 0 0 
ATTORNEY GENERAL'S OFFICE 

Type of Activity New Amended Repealed 
Number of Permanent Rules Adopted 1 0 0 
Number of Rules Adopted as Emergency Rules 1 0 0 
Number of Rules Proposed for Permanent Adoption 0 44 1 
Number of Sections Adopted at Request of a Nongovernmental Entity 0 0 0 
Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 1 0 0 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 0 0 0 
Number of Sections Adopted in Order to Comply with Federal Statute 0 0 0 
Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 2 0 0 
Number of Sections Adopted on the Agency's own Initiative 0 0 0 
Number of Sections Adopted using Negotiated Rule Making 0 0 0 
Number of Sections Adopted using Other Alternative Rule Making 0 0 0 
Number of Sections Adopted using Pilot Rule Making 0 0 0 
BELLEVUE COLLEGE 

Type of Activity New Amended Repealed 
Number of Permanent Rules Adopted 0 0 7 
Number of Sections Adopted at Request of a Nongovernmental Entity 0 0 0 
Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 0 0 0 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 0 0 0 
Number of Sections Adopted in Order to Comply with Federal Statute 0 0 0 
Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 0 0 0 
Number of Sections Adopted on the Agency's own Initiative 0 0 0 
Number of Sections Adopted using Negotiated Rule Making 0 0 0 
Number of Sections Adopted using Other Alternative Rule Making 0 0 0 
Number of Sections Adopted using Pilot Rule Making 0 0 0 
BELLINGHAM TECHNICAL COLLEGE 

Type of Activity New Amended Repealed 
Number of Rules Adopted as Emergency Rules 0 1 0 
Number of Rules Proposed for Permanent Adoption 0 6 0 
Number of Sections Adopted at Request of a Nongovernmental Entity 0 0 0 
Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 0 0 0 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 0 0 0 
Number of Sections Adopted in Order to Comply with Federal Statute 0 0 0 
Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 0 0 0 
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Washington State Register, Issue 17-19 


Type of Activity 


Amended 


Repealed 


Number of Sections Adopted on the Agency's own Initiative 
Number of Sections Adopted using Negotiated Rule Making 
Number of Sections Adopted using Other Alternative Rule Making 
Number of Sections Adopted using Pilot Rule Making 

BIG BEND COMMUNITY COLLEGE 

Type of Activity 

Number of Rules Adopted as Emergency Rules 


Number of Rules Proposed for Permanent Adoption 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 


Number of Sections Adopted using Pilot Rule Making 
BUILDING CODE COUNCIL 

Type of Activity 

Number of Permanent Rules Adopted 

Number of Rules Adopted as Emergency Rules 


Number of Rules Proposed for Permanent Adoption 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 


Number of Sections Adopted using Pilot Rule Making 
COLUMBIA BASIN COLLEGE 

Type of Activity 

Number of Rules Adopted as Emergency Rules 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 


Number of Sections Adopted using Pilot Rule Making 
COMMERCE, DEPARTMENT OF 

Type of Activity 

Number of Permanent Rules Adopted 

Number of Rules Adopted as Emergency Rules 


Number of Rules Proposed for Permanent Adoption 


Number of Sections Adopted at Request of a Nongovernmental Entity 
Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 


Number of Sections Adopted in Order to Comply with Federal Rules or Standards 
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Miscellaneous 


Washington State Register, Issue 17-19 


Type of Activity New 


Amended 


Repealed 


Number of Sections Adopted in Order to Comply with Federal Statute 0 
Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 0 
Number of Sections Adopted on the Agency's own Initiative 12 
Number of Sections Adopted using Negotiated Rule Making 
Number of Sections Adopted using Other Alternative Rule Making 
Number of Sections Adopted using Pilot Rule Making 
CORRECTIONS, DEPARTMENT OF 

Type of Activity 
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Number of Rules Adopted as Emergency Rules 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 
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Number of Sections Adopted using Pilot Rule Making 
EARLY LEARNING, DEPARTMENT OF 
Type of Activity 
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Number of Permanent Rules Adopted 
Number of Rules Adopted as Emergency Rules 


Number of Rules Proposed for Permanent Adoption 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 
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Number of Sections Adopted using Pilot Rule Making 
EASTERN WASHINGTON UNIVERSITY 
Type of Activity 
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Number of Permanent Rules Adopted 
Number of Rules Adopted as Emergency Rules 


Number of Rules Proposed for Permanent Adoption 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 


O O O O- O O O OO u OUR t 


Number of Sections Adopted using Pilot Rule Making 
ECOLOGY, DEPARTMENT OF 

Type of Activity New 
Number of Permanent Rules Adopted 5 


Number of Rules Adopted as Emergency Rules 1 


Number of Rules Proposed for Permanent Adoption 39 
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Washington State Register, Issue 17-19 


Type of Activity 
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Amended 


Repealed 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 


Number of Sections Adopted using Pilot Rule Making 
EDMONDS COMMUNITY COLLEGE 

Type of Activity 

Number of Rules Proposed for Permanent Adoption 
EMPLOYMENT SECURITY DEPARTMENT 
Type of Activity 

Number of Permanent Rules Adopted 


Number of Rules Proposed for Permanent Adoption 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 


Number of Sections Adopted using Pilot Rule Making 
ENTERPRISE SERVICES, DEPARTMENT OF 
Type of Activity 

Number of Rules Adopted as Emergency Rules 


Number of Rules Proposed for Permanent Adoption 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 


Number of Sections Adopted using Pilot Rule Making 
EVERGREEN STATE COLLEGE, THE 

Type of Activity 

Number of Rules Adopted as Emergency Rules 


Number of Rules Proposed for Permanent Adoption 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 


Number of Sections Adopted using Pilot Rule Making 
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Miscellaneous 


Washington State Register, Issue 17-19 


Type of Activity New Amended Repealed 
FINANCIAL INSTITUTIONS, DEPARTMENT OF 

Type of Activity New Amended Repealed 
Number of Permanent Rules Adopted 8 20 3 
Number of Rules Proposed for Permanent Adoption 0 0 
Number of Sections Adopted at Request of a Nongovernmental Entity 0 0 0 
Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 8 10 0 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 0 0 
Number of Sections Adopted in Order to Comply with Federal Statute 0 0 
Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 0 0 
Number of Sections Adopted on the Agency's own Initiative 8 10 0 
Number of Sections Adopted using Negotiated Rule Making 8 10 0 
Number of Sections Adopted using Other Alternative Rule Making 0 0 
Number of Sections Adopted using Pilot Rule Making 0 0 
FINANCIAL MANAGEMENT, OFFICE OF 

Type of Activity New Amended Repealed 
Number of Permanent Rules Adopted 19 9 5 
Number of Rules Adopted as Emergency Rules 18 8 1 
Number of Rules Proposed for Permanent Adoption 23 12 5 
Number of Sections Adopted at Request of a Nongovernmental Entity 0 0 
Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 0 0 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 0 0 
Number of Sections Adopted in Order to Comply with Federal Statute 0 0 
Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 18 8 1 
Number of Sections Adopted on the Agency's own Initiative 0 0 
Number of Sections Adopted using Negotiated Rule Making 0 0 
Number of Sections Adopted using Other Alternative Rule Making 18 8 1 
Number of Sections Adopted using Pilot Rule Making 0 0 0 
FISH AND WILDLIFE, DEPARTMENT OF 

Type of Activity New Amended Repealed 
Number of Permanent Rules Adopted 1 36 0 
Number of Rules Adopted as Emergency Rules 131 0 111 
Number of Rules Proposed for Permanent Adoption 1 51 3 
Number of Sections Adopted at Request of a Nongovernmental Entity 1 0 0 
Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 0 0 0 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 11 0 7 
Number of Sections Adopted in Order to Comply with Federal Statute 11 0 7 
Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 10 0 6 
Number of Sections Adopted on the Agency's own Initiative 84 5 64 
Number of Sections Adopted using Negotiated Rule Making 0 0 
Number of Sections Adopted using Other Alternative Rule Making 0 0 
Number of Sections Adopted using Pilot Rule Making 0 0 
HEALTH CARE AUTHORITY 

Type of Activity New Amended Repealed 
Number of Permanent Rules Adopted 5 25 0 
Number of Rules Adopted as Emergency Rules 2 4 0 
Number of Rules Proposed for Permanent Adoption 12 72 0 
Number of Sections Adopted at Request of a Nongovernmental Entity 0 0 0 
Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 1 6 0 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 0 0 0 
Number of Sections Adopted in Order to Comply with Federal Statute 0 0 0 
Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 0 0 0 
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Washington State Register, Issue 17-19 


Type of Activity 


Amended 


Repealed 


Number of Sections Adopted on the Agency's own Initiative 
Number of Sections Adopted using Negotiated Rule Making 
Number of Sections Adopted using Other Alternative Rule Making 
Number of Sections Adopted using Pilot Rule Making 

HEALTH, DEPARTMENT OF 

Type of Activity 

Number of Permanent Rules Adopted 

Number of Rules Adopted as Emergency Rules 


Number of Rules Proposed for Permanent Adoption 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 


Number of Sections Adopted using Pilot Rule Making 
INSURANCE COMMISSIONER, OFFICE OF 
Type of Activity 

Number of Permanent Rules Adopted 


Number of Rules Proposed for Permanent Adoption 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 


Number of Sections Adopted using Pilot Rule Making 
LABOR AND INDUSTRIES, DEPARTMENT OF 
Type of Activity 

Number of Permanent Rules Adopted 


Number of Rules Proposed for Permanent Adoption 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 


Number of Sections Adopted using Pilot Rule Making 
LICENSING, DEPARTMENT OF 

Type of Activity 

Number of Permanent Rules Adopted 

Number of Rules Adopted as Emergency Rules 


Number of Rules Proposed for Permanent Adoption 


Number of Sections Adopted at Request of a Nongovernmental Entity 


Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 


[7] 


zZ 
© 
ooo coco oso oo Ne = 


zZ 
Ra 4 


em DE > A e E e OE =e EE oe E e AE e SEE aa 


Z 
Gy 
= 


oof =. Oo 


Amended 
68 


Amended 


mas N 0> AE = E ae S = E e E e SE e S = E -E a 


Amended 
757 


jimi 
n 


ororosoosg#éeo#jcoso 


Amended 
1 

5 

24 

0 

1 


0 

0 

0 

0 
Repealed 
36 


0 
14 


Repealed 


lse AE ase SRE r E -2 AE mo E e DE = E ar E mo E o CO 


Repealed 


a 
oo 


O OLO O O OG oO oG O OO 


Repealed 
2 


0 
0 
0 
0 


Miscellaneous 


Washington State Register, Issue 17-19 


Type of Activity New 


Amended 


Repealed 


Number of Sections Adopted in Order to Comply with Federal Rules or Standards 
Number of Sections Adopted in Order to Comply with Federal Statute 
Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 


Number of Sections Adopted using Negotiated Rule Making 


0 
0 
1 
Number of Sections Adopted on the Agency's own Initiative 1 
0 
Number of Sections Adopted using Other Alternative Rule Making 0 

0 


Number of Sections Adopted using Pilot Rule Making 
LIQUOR AND CANNABIS BOARD 

Type of Activity New 
Number of Permanent Rules Adopted 

Number of Rules Adopted as Emergency Rules 


Number of Rules Withdrawn 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 
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Number of Sections Adopted using Pilot Rule Making 
MINORITY AND WOMEN'S BUSINESS ENTERPRISES, OFFICE OF 
Type of Activity 
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Number of Permanent Rules Adopted 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 
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Number of Sections Adopted using Pilot Rule Making 
NATURAL RESOURCES, DEPARTMENT OF 
Type of Activity 
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Number of Rules Adopted as Emergency Rules 


Number of Rules Proposed for Permanent Adoption 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 
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Number of Sections Adopted using Pilot Rule Making 
PARKS AND RECREATION COMMISSION 
Type of Activity New 
Number of Permanent Rules Adopted 0 
Number of Rules Adopted as Emergency Rules 


Number of Sections Adopted at Request of a Nongovernmental Entity 0 
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Washington State Register, Issue 17-19 


Type of Activity 


Z 
& 
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Amended 


Repealed 


Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 


Number of Sections Adopted using Pilot Rule Making 
PIERCE COLLEGE 

Type of Activity 

Number of Permanent Rules Adopted 


Number of Rules Proposed for Permanent Adoption 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 


Number of Sections Adopted using Pilot Rule Making 
PILOTAGE COMMISSIONERS, BOARD OF 
Type of Activity 

Number of Permanent Rules Adopted 

Number of Rules Adopted as Emergency Rules 


Number of Rules Proposed for Permanent Adoption 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 


Number of Sections Adopted using Pilot Rule Making 
POLLUTION LIABILITY INSURANCE AGENCY 
Type of Activity 

Number of Rules Proposed for Permanent Adoption 
PROFESSIONAL EDUCATOR STANDARDS BOARD 
Type of Activity 

Number of Permanent Rules Adopted 

Number of Rules Adopted as Emergency Rules 

Number of Rules Proposed for Permanent Adoption 


Number of Rules Withdrawn 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 


Number of Sections Adopted on the Agency's own Initiative 


Number of Sections Adopted using Negotiated Rule Making 
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Type of Activity New Amended Repealed 
Number of Sections Adopted using Other Alternative Rule Making 0 7 0 
Number of Sections Adopted using Pilot Rule Making 0 0 0 
PUBLIC DISCLOSURE COMMISSION 

Type of Activity New Amended Repealed 
Number of Rules Adopted as Emergency Rules 0 1 0 
Number of Rules Proposed for Permanent Adoption 0 17 0 
Number of Sections Adopted at Request of a Nongovernmental Entity 0 0 0 
Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 0 0 0 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 0 0 0 
Number of Sections Adopted in Order to Comply with Federal Statute 0 0 0 
Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 0 0 0 
Number of Sections Adopted on the Agency's own Initiative 0 0 0 
Number of Sections Adopted using Negotiated Rule Making 0 0 0 
Number of Sections Adopted using Other Alternative Rule Making 0 0 0 
Number of Sections Adopted using Pilot Rule Making 0 0 0 
PUBLIC INSTRUCTION, SUPERINTENDENT OF 

Type of Activity New Amended Repealed 
Number of Permanent Rules Adopted 0 39 2 
Number of Rules Adopted as Emergency Rules 5 15 1 
Number of Rules Proposed for Permanent Adoption 42 35 34 
Number of Rules Withdrawn 0 4 0 
Number of Sections Adopted at Request of a Nongovernmental Entity 0 0 0 
Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 0 3 0 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 0 0 0 
Number of Sections Adopted in Order to Comply with Federal Statute 0 0 0 
Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 0 8 0 
Number of Sections Adopted on the Agency's own Initiative 0 2 0 
Number of Sections Adopted using Negotiated Rule Making 0 0 0 
Number of Sections Adopted using Other Alternative Rule Making 0 0 0 
Number of Sections Adopted using Pilot Rule Making 0 0 0 
RETIREMENT SYSTEMS, DEPARTMENT OF 

Type of Activity New Amended Repealed 
Number of Rules Adopted as Emergency Rules 0 1 0 
Number of Rules Proposed for Permanent Adoption 0 1 0 
Number of Sections Adopted at Request of a Nongovernmental Entity 0 0 0 
Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 0 0 0 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 0 0 0 
Number of Sections Adopted in Order to Comply with Federal Statute 0 0 0 
Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 0 1 0 
Number of Sections Adopted on the Agency's own Initiative 0 0 0 
Number of Sections Adopted using Negotiated Rule Making 0 0 0 
Number of Sections Adopted using Other Alternative Rule Making 0 0 0 
Number of Sections Adopted using Pilot Rule Making 0 0 0 
REVENUE, DEPARTMENT OF 

Type of Activity New Amended Repealed 
Number of Permanent Rules Adopted 0 1 0 
Number of Rules Adopted as Emergency Rules 0 1 0 
Number of Rules Proposed for Permanent Adoption 2 1 0 
Number of Sections Adopted at Request of a Nongovernmental Entity 0 0 0 
Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 0 1 0 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 0 0 0 
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Type of Activity 


Amended 


Repealed 


Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 

Number of Sections Adopted using Pilot Rule Making 

SECRETARY OF STATE 

Type of Activity 

Number of Permanent Rules Adopted 

Number of Rules Adopted as Emergency Rules 


Number of Rules Proposed for Permanent Adoption 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 


Number of Sections Adopted using Pilot Rule Making 
SHORELINE COMMUNITY COLLEGE 

Type of Activity 

Number of Rules Adopted as Emergency Rules 


Number of Rules Proposed for Permanent Adoption 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 


Number of Sections Adopted using Pilot Rule Making 
SKAGIT VALLEY COLLEGE 

Type of Activity 

Number of Rules Adopted as Emergency Rules 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 


Number of Sections Adopted using Pilot Rule Making 
SOCIAL AND HEALTH SERVICES, DEPARTMENT OF 
Type of Activity 

Number of Permanent Rules Adopted 

Number of Rules Adopted as Emergency Rules 


Number of Rules Proposed for Permanent Adoption 


Number of Sections Adopted at Request of a Nongovernmental Entity 
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Type of Activity New 


Amended 


Repealed 


Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 

Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 15 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 15 


Number of Sections Adopted using Pilot Rule Making 0 
STUDENT ACHIEVEMENT COUNCIL 
Type of Activity 


Z 
& 
ž 


Number of Rules Adopted as Emergency Rules 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 


SS Foie eet SS st 


Number of Sections Adopted using Pilot Rule Making 
TRAFFIC SAFETY COMMISSION 

Type of Activity New 
Number of Rules Proposed for Permanent Adoption 0 
TRANSPORTATION, DEPARTMENT OF 

Type of Activity New 
Number of Permanent Rules Adopted 


Number of Rules Proposed for Permanent Adoption 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 
Number of Sections Adopted on the Agency's own Initiative 

Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 


coococoococclchcUcU€cCTC CoO Co 


Number of Sections Adopted using Pilot Rule Making 
UNIVERSITY OF WASHINGTON 

Type of Activity New 
Number of Permanent Rules Adopted 97 
Number of Rules Adopted as Emergency Rules 


Number of Sections Adopted at Request of a Nongovernmental Entity 

Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 97 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 

Number of Sections Adopted in Order to Comply with Federal Statute 

Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 

Number of Sections Adopted on the Agency's own Initiative 97 
Number of Sections Adopted using Negotiated Rule Making 

Number of Sections Adopted using Other Alternative Rule Making 


Number of Sections Adopted using Pilot Rule Making 
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Type of Activity New Amended Repealed 
UTILITIES AND TRANSPORTATION COMMISSION 
Number of Permanent Rules Adopted 3 32 4 
Number of Sections Adopted at Request of a Nongovernmental Entity 0 0 0 
Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 3 17 4 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 0 0 0 
Number of Sections Adopted in Order to Comply with Federal Statute 0 0 0 
Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 0 0 0 
Number of Sections Adopted on the Agency's own Initiative 3 31 4 
Number of Sections Adopted using Negotiated Rule Making 0 0 0 
Number of Sections Adopted using Other Alternative Rule Making 0 0 0 
Number of Sections Adopted using Pilot Rule Making 0 0 0 
VOLUNTEER FIREFIGHTERS AND RESERVE OFFICERS, BOARD FOR 
Type of Activity New Amended Repealed 
Number of Rules Adopted as Emergency Rules 0 2 0 
Number of Rules Proposed for Permanent Adoption 0 1 0 
Number of Sections Adopted at Request of a Nongovernmental Entity 0 0 0 
Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 1 1 0 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 0 0 0 
Number of Sections Adopted in Order to Comply with Federal Statute 0 0 0 
Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 1 1 0 
Number of Sections Adopted on the Agency's own Initiative 0 0 0 
Number of Sections Adopted using Negotiated Rule Making 0 0 0 
Number of Sections Adopted using Other Alternative Rule Making 0 0 0 
Number of Sections Adopted using Pilot Rule Making 0 0 0 
WASHINGTON STATE PATROL 
Type of Activity New Amended Repealed 
Number of Rules Adopted as Emergency Rules 0 1 0 
Number of Rules Proposed for Permanent Adoption 0 1 0 
Number of Sections Adopted at Request of a Nongovernmental Entity 0 0 0 
Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 0 0 0 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 0 0 0 
Number of Sections Adopted in Order to Comply with Federal Statute 0 0 0 
Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 0 1 0 
Number of Sections Adopted on the Agency's own Initiative 0 0 0 
Number of Sections Adopted using Negotiated Rule Making 0 0 0 
Number of Sections Adopted using Other Alternative Rule Making 0 0 0 
Number of Sections Adopted using Pilot Rule Making 0 0 0 
WASHINGTON STATE UNIVERSITY 
Type of Activity New Amended Repealed 
Number of Permanent Rules Adopted 1 16 0 
Number of Rules Adopted as Emergency Rules 0 8 0 
Number of Rules Proposed for Permanent Adoption 0 8 0 
Number of Sections Adopted at Request of a Nongovernmental Entity 0 0 0 
Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 1 24 0 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 0 0 0 
Number of Sections Adopted in Order to Comply with Federal Statute 1 16 0 
Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 0 3 0 
Number of Sections Adopted on the Agency's own Initiative 0 5 0 
Number of Sections Adopted using Negotiated Rule Making 0 0 0 
Number of Sections Adopted using Other Alternative Rule Making 1 24 0 
Number of Sections Adopted using Pilot Rule Making 0 0 0 
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Type of Activity New Amended Repealed 
TOTALS FOR THE QUARTER: New Amended Repealed 
Number of Permanent Rules Adopted 284 1275 238 
Number of Rules Adopted as Emergency Rules 209 165 144 
Number of Rules Proposed for Permanent Adoption 207 478 188 
Number of Rules Withdrawn 0 8 0 
Number of Sections Adopted at Request of a Nongovernmental Entity 2 10 0 
Number of Sections Adopted in Order to Clarify, Streamline, or Reform Agency Procedures 154 242 42 
Number of Sections Adopted in Order to Comply with Federal Rules or Standards 12 2 7 
Number of Sections Adopted in Order to Comply with Federal Statute 12 19 7 
Number of Sections Adopted in Order to Comply with Recently Enacted State Statutes 69 138 68 
Number of Sections Adopted on the Agency's own Initiative 234 185 81 
Number of Sections Adopted using Negotiated Rule Making 28 14 6 
Number of Sections Adopted using Other Alternative Rule Making 68 187 715 
Number of Sections Adopted using Pilot Rule Making 0 0 0 


WSR 17-19-005 
NOTICE OF PUBLIC MEETINGS 
COUNTY ROAD 
ADMINISTRATION BOARD 
[Filed September 7, 2017, 9:13 a.m.] 


MEETING NOTICE: October 26, 2017 


County Road Administration Board 
2404 Chandler Court S.W. 

Suite 240 

Olympia, WA 98504 

1:00 p.m. to 5:00 p.m. 

October 27, 2017 

County Road Administration Board 
2404 Chandler Court S.W. 

Suite 240 

Olympia, WA 98504 

8:30 a.m. to Noon 


MEETING NOTICE: 


Individuals requiring reasonable accommodation may 
request written materials in alternative formats, sign lan- 
guage interpreters, physical accessibility accommodations, or 
other reasonable accommodation, by contacting Karen Pend- 
leton at 360-753-5989. Hearing and speech impaired persons 
can call 1-800-833-6384. 

If you have questions, please contact Karen Pendleton at 
360-753-5989. 


WSR 17-19-006 
NOTICE OF PUBLIC MEETINGS 
BELLINGHAM TECHNICAL COLLEGE 
[Filed September 7, 2017, 10:10 a.m.] 


The regularly scheduled meeting of the board of trustees 
of Bellingham Technical College is scheduled for Thursday, 


Miscellaneous 


[14] 


September 21, 2017, from 9:00 - 11:00 a.m., in the College 
Services Board Room on the Bellingham Technical College 
campus. Call [360-]752-8334 for information. 


WSR 17-19-018 
NOTICE OF PUBLIC MEETINGS 
CANCER RESEARCH ENDOWMENT AUTHORITY 
[Filed September 8, 2017, 7:53 a.m.] 


The cancer research endowment authority has changed 
the following regular meeting: 


From: October 12, 2017. 


To: October 25, 2017, 2:00 p.m. to 6:00 p.m., at the Seat- 
tle Children's Research Institute, 818 Stewart Street, Room 
216, Leadership Visibility Room. 


If you need further information contact Peter Choi, 509- 
309-3455 or peter@empirehealthfoundation.org. 


WSR 17-19-022 
NOTICE OF PUBLIC MEETINGS 
HOP COMMISSION 
[Filed September 8, 2017, 11:42 a.m.] 


Regular Meeting Rescheduling 


The Washington hop commission has rescheduled its 
October 18, 2017, regular meeting to October 10, 2017. The 
rescheduled meeting will begin at 9:15 a.m. at the Hop Com- 
mission Office, 32 North 3rd Street, Suite 408, Yakima, WA. 


Interested individuals may contact the Washington hop 
commission at 509-453-4749 prior to the scheduled date for 
information or special accommodations. 
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WSR 17-19-025 
RULES OF COURT 
STATE SUPREME COURT 
[September 6, 2017] 


IN THE MATTER OF THE EXPEDI- ) 
TIOUS ADOPTION OF THE PRO- ) 
POSED AMENDMENT TO CrRLJ ) 
4.2(g)—"DUI" ATTACHMENT ) 


ORDER 
NO. 25700-A-1200 


The Washington State Pattern Forms Committee, having 
recommended the expeditious adoption of the proposed 
amendment to CrRLJ 4.2(g)—"DUI" Attachment, and the 
Court having considered the amendment, and having deter- 
mined that the proposed amendment will aid in the prompt 
and orderly administration of justice and further determined 
that an emergency exists which necessitates and early adop- 
tion; 


Case Name: 


WSR 17-19-030 


Now, therefore, it is hereby 
ORDERED: 


(a) That the amendment as shown below hereto is 
adopted. 

(b) That the amendment will be published expeditiously 
in the Washington Reports and will become effective imme- 
diately. 

DATED at Olympia, Washington this 6th day of Septem- 
ber, 2017. 


Fairhurst, C.J. 


Johnson, J. Wiggins, J. 
Madsen, J. Gonzalez, J. 
Owens, J. Gordon McCloud, J. 
Stephens, J. Yu, J. 
Cause No.: 


"DUI" Attachment: Driving under the influence of 
alcohol and/or actual physical control of a vehicle while 
under the influence of alcohol and/or drugs. (If required, 
attach to Statement of Defendant on Plea of Guilty.) 

Court - DUI Sentencing Grid [Unchanged] 

'Prior Offenses: [Unchanged] 

*Mandatory Jail, Electronic Home Monitoring 
(EHM), and 24/7 Sobriety Program: [Unchanged] 

Mandatory Conditions of Probation for any Sus- 
pended Jail Time: [Unchanged] 

3Mandatory Monetary Penalty: [Unchanged] 

‘If Passenger Under 16: [Unchanged] 

‘Driver's License and 24/7 Sobriety Program: 
[Unchanged] 

Felony DUI and Felony Physical Control: A current 
offense is a Class B felony punished under ch. 9.94A RCW if 
the defendant has (a) feur three prior convictions within ten 
years, or (b) one prior conviction of Veh. Homicide or Veh. 
Assault, or (c) a prior felony resulting from (a) or (b). "Within 
ten years" means that the arrest for the prior offense occurred 
within ten years before or after the arrest for the current 
offense. RCW 46.61.5055 (14)(c). 

Jurisdiction: [Unchanged] 

Court and Department of Licensing (DOL) Ignition 
Interlock Requirements, RCW 46.20.720 [Unchanged] 

Court - Reckless Driving/Negligent Driving - Ist 
Degree Sentencing Grid (RCW 46.61.500, RCW 46.61.- 
5249, RCW 46.20.720 as amended through July 23, 2017) 
[Unchanged] 

Reviser's note: The brackets and enclosed material in the text of the 


above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


WSR 17-19-027 
NOTICE OF PUBLIC MEETINGS 
GUARANTEED EDUCATION 
TUITION COMMITTEE 
[Filed September 11, 2017, 9:54 a.m.] 


2017 Meeting Schedule Update 
Background 


As outlined in RCW 28B.95.030, WAC 14-104-010, the 
guaranteed education tuition committee shall hold regular 
meetings as needed. Additional special meetings may be 
scheduled if needed. 

The following is an addition to the meeting schedule for 
the 2017 calendar year. 


DATE TIME PLACE 
Wednesday 2:00 p.m. - Capitol Campus 
October 11, 2017 3:00 p.m. John A. Cherberg Building 
Senate Hearing Room 4 


WSR 17-19-030 
NOTICE OF PUBLIC MEETINGS 
DEPARTMENT OF HEALTH 
(Board of Osteopathic Medicine and Surgery) 
[Filed September 11, 2017, 1:31 p.m.] 


In accordance with the Open Public Meetings Act (chap- 
ter 42.30 RCW) and the Administrative Procedure Act (chap- 
ter 34.05 RCW), the following is the schedule of regular 
meetings for the department of health, board of osteopathic 
medicine and surgery, for the year 2018. The board of osteo- 
pathic medicine and surgery meetings are open to the public, 
and access for persons with disabilities may be arranged with 
advance notice. Please contact the staff person below for 
more information. 

Agendas for the meetings listed below are made avail- 
able in advance via listserv and/or the department of health 
web site (see below). Every attempt is made to ensure that the 
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agenda is up-to-date. However, the board of osteopathic med- 
icine and surgery reserves the right to change or amend agen- 
das at the meeting. 


Date Time Location 
January 12, 2017 [2018] 9:00 a.m. | Kent 
March 23, 2017 [2018] 9:00 a.m. | Kent 
May 7, 2017 [2018] 8:30 a.m. | Yakima 
July 20, 2017 [2018] 9:00 a.m. | Kent 
September 28, 2017 [2018] 9:00 a.m. | Kent 
November 2, 2017 [2018] 9:00 a.m. | Kent 


If you need further information, please contact Brett 
Cain, Program Manager, Board of Osteopathic Medicine and 
Surgery, Washington State Department of Health, P.O. Box 
47852, Olympia, WA 98504-7852, phone 360-236-4766, fax 
360-236-2901, brett.cain@doh.wa.gov, www.doh.wa.gov. 

Please be advised that the board of osteopathic medicine 
and surgery is required to comply with the Public Records 
Act, chapter 42.56 RCW. This act established a strong state 
mandate in favor of disclosure of public records. As such, the 
information you submit to the board, including personal 
information, may ultimately be subject to disclosure as a pub- 
lic record. 


WSR 17-19-031 
NOTICE OF PUBLIC MEETINGS 
DEPARTMENT OF HEALTH 
(Board of Massage) 

[Filed September 11, 2017, 1:35 p.m.] 


In accordance with the Open Public Meetings Act (chap- 
ter 42.30 RCW) and the Administrative Procedure Act (chap- 
ter 34.05 RCW), the following is the schedule of regular 
meetings for the department of health, board of massage, for 
the year 2015 [2018]. The board of massage meetings are 
open to the public and access for persons with disabilities 
may be arranged with advance notice. Please contact the staff 
person below for more information. 

Agendas for the meetings listed below are made avail- 
able in advance via listserv and the department of health web 
site (see below). Every attempt is made to ensure that the 
agenda is up-to-date. However, the board of massage 
reserves the right to change or amend agendas at the meeting. 


Date Time Location 

January 13, 2017 [2018] 9:00 a.m. | Kent 

March 17, 2017 [2018] 9:00 a.m. | Teleconference 
May 19, 2017 [2018] 9:00 a.m. | Teleconference 
July 7, 2017 [2018] 9:00 a.m. | Teleconference 
September 8, 2017 [2018] | 9:00 a.m. | Spokane 
November 17, 2017 [2018] | 9:00 a.m. | Kent 
December 15, 2017 [2018] | 9:00 a.m. | Teleconference 
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If you need further information, please contact Megan 
Maxey, Program Manager, Board of Massage, Washington 
Department of Health, P.O. Box 47852, Olympia, WA 
98504-7852, 360-236-4945, 360-236-2901, megan.maxey@ 
doh.wa.gov, www.doh.wa.gov. 

Please be advised the board of massage is required to 
comply with the Public Records Act, chapter 42.56 RCW. 
This act establishes a strong state mandate in favor of disclo- 
sure of public records. As such, the information you submit to 
the board, including personal information, may ultimately be 
subject to disclosure as a public record. 


WSR 17-19-032 
NOTICE OF PUBLIC MEETINGS 
DEPARTMENT OF HEALTH 
(Board of Massage) 

[Filed September 11, 2017, 1:36 p.m.] 


In accordance with the Open Public Meetings Act (chap- 
ter 42.30 RCW) and the Administrative Procedure Act (chap- 
ter 34.05 RCW), the following is the schedule of regular 
meetings for the department of health, board of massage, for 
the year 2015 [2018]. The board of massage meetings are 
open to the public and access for persons with disabilities 
may be arranged with advance notice. Please contact the staff 
person below for more information. 

Agendas for the meetings listed below are made avail- 
able in advance via listserv and the department of health web 
site (see below). Every attempt is made to ensure that the 
agenda is up-to-date. However, the board of massage 
reserves the right to change or amend agendas at the meeting. 


Date Time Location 
January 12, 2018 9:00 a.m. | Tumwater 
March 9, 2018 9:00 a.m. | Kent 
May 11, 2018 9:00 a.m. | Yakima 
July 13, 2018 9:00 a.m. | Vancouver 
September 14, 2018 9:00 a.m. | Spokane 
November 2, 2018 9:00 a.m. | Tumwater 


If you need further information, please contact Megan 
Maxey, Program Manager, Board of Massage, Washington 
Department of Health, P.O. Box 47852, Olympia, WA 
98504-7852, 360-236-4945, 360-236-2901, megan.maxey@ 
doh.wa.gov, www.doh.wa.gov. 

Please be advised the board of massage is required to 
comply with the Public Records Act, chapter 42.56 RCW. 
This act establishes a strong state mandate in favor of disclo- 
sure of public records. As such, the information you submit to 
the board, including personal information, may ultimately be 
subject to disclosure as a public record. 
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WSR 17-19-039 
NOTICE OF PUBLIC MEETINGS 
WENATCHEE VALLEY COLLEGE 
[Filed September 12, 2017, 9:46 a.m.] 


The Wenatchee Valley College board of trustees has 
made the following changes to their 2017 meeting schedule: 


e The previously scheduled board of trustees meeting on 
October 18, 2017, has been changed to October 25, 
2017. 

e The previously scheduled board of trustees meeting on 
November 15, 2017, has been changed to November 29, 
2017. 


The revised schedule is shown below. 


BOARD OF TRUSTEE[S] MEETING SCHEDULE 
2017 
UNLESS OTHERWISE NOTIFIED, WORK SESSIONS WILL 
BEGIN AT 10 A.M. AND BOARD OF TRUSTEE[S] MEETINGS AT 3 
P.M. 


This schedule is subject to change 
January 18, 2017 

February 15, 2017 

March 15, 2017 


April 18, 2017 (board retreat) 

April 19, 2017 (at Omak campus) 

May 17, 2017 

June 21, 2017 

July (no meeting) 

August 16, 2017 (board retreat) 

September 13, 2017 

**October 25, 2017 (at Nespelem, Washington) 


**November 29, 2017 


December (no meeting) 


**(indicates a change in the original schedule) 


WSR 17-19-040 
NOTICE OF PUBLIC MEETINGS 
WENATCHEE VALLEY COLLEGE 
[Filed September 12, 2017, 9:46 a.m.] 


BOARD OF TRUSTEE[S] MEETING SCHEDULE 
2018 
UNLESS OTHERWISE NOTIFIED, WORK SESSIONS WILL 
BEGIN AT 10 A.M. AND BOARD OF TRUSTEE[S] MEETINGS AT 3 
P.M. 


This schedule is subject to change 
January 17, 2018 

February 21, 2018 

March 21, 2018 


April 17, 2018 (board retreat) 
April 18, 2018 (at Omak campus) 
May 16, 2018 


June 20, 2018 


[17] 


July (no meeting) 
August 15, 2018 (board retreat) 
September 12, 2018 

October 17, 2018 (at Omak campus) 


November 21, 2018 


December (no meeting) 


WSR 17-19-046 
NOTICE OF PUBLIC MEETINGS 
LIQUOR AND CANNABIS 

BOARD 
[Filed September 12, 2017, 1:03 p.m.] 


Board Caucus Meeting 
Adjusted Start Time 


Tuesday, September 19, 2017 
9:30 to 12:30 
LCB Headquarters Boardroom 
3000 Pacific Avenue S.E. 
Olympia, WA 98501 


Please note - meeting agendas are subject to change to 
accommodate liquor and cannabis board business needs. 

Meeting information is available online http://lcb.wa. 
gov/boardmeetings/board_meetings. 

For questions about agendas or meeting materials you 
may email dustin.dickson@Icb.wa.gov or call 360-664-1717. 


WSR 17-19-048 
NOTICE OF PUBLIC MEETINGS 
LAW ENFORCEMENT OFFICERS' AND 
FIREFIGHTERS' PLAN 2 RETIREMENT BOARD 
[Filed September 12, 2017, 3:01 p.m.] 


September Meeting Location Change 


The law enforcement officers' and firefighters' plan 2 
retirement [board] has changed the location of the following 
regular meeting: 

From: September 27, 2017, at the Washington State 
Investment Board, 2100 Evergreen Park Drive S.W., Suite 
100, Olympia, WA 98502. 

To: September 27, 2017, at the Hotel Red Lion Olympia, 
2300 Evergreen Park Drive, Cedar Hemlock Room, Olym- 
pia, WA 98502. 

If you need further information contact Jessie Jackson, 
360-586-2330, Jessie.jackson@leoff.wa.gov. 
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WSR 17-19-050 
NOTICE OF PUBLIC MEETINGS 
LAW ENFORCEMENT OFFICERS' AND 
FIREFIGHTERS' PLAN 2 RETIREMENT BOARD 
[Filed September 12, 2017, 3:08 p.m.] 


October Meeting Location Change 


The law enforcement officers' and firefighters' plan 2 
retirement [board] has changed the location of the following 
regular meeting: 

From: October 18, 2017, at the Washington State 
Investment Board, 2100 Evergreen Park Drive S.W., Suite 
100, Olympia, WA 98502. 

To: October 18, 2017, at the DoubleTree by Hilton, 415 
Capitol Way North, Olympia, WA 98501. 

If you need further information contact Jessie Jackson, 
360-586-2330, Jessie.jackson@leoff.wa.gov. 


WSR 17-19-053 
NOTICE OF PUBLIC MEETINGS 
ATTORNEY GENERAL'S OFFICE 
(Commercially Sexually Exploited Children Statewide Coor- 
dinating Committee) 
[Filed September 13, 2017, 9:23 a.m.] 


2017 Regular Meeting Schedule 


The following is the 2017 meeting schedule for the com- 
mercially sexually exploited children statewide coordinating 
committee, which was established by SB [SSB] 5308 in the 
2013 regular legislative session: 


November 7, 9:30 a.m. Hines 38th Floor Orcas 

2017 Meeting Room 
Attorney General's Office 
800 Fifth Avenue 


Seattle, WA 98104 


Additional meeting details, including the agenda, will be 
available five to seven days prior to each meeting at http:// 
www.atg.wa.gov/. 

Please contact Farshad M. Talebi, assistant attorney gen- 
eral, Washington state attorney general's office, 206-442- 
4488, farshadt@atg.wa.gov, if you have any questions 
regarding this meeting agenda. 


WSR 17-19-055 
NOTICE OF PUBLIC MEETINGS 
DEPARTMENT OF HEALTH 
(Board of Osteopathic Medicine and Surgery) 
[Filed September 13, 2017, 12:18 p.m.] 


In accordance with the Open Public Meetings Act (chap- 
ter 42.30 RCW) and the Administrative Procedure Act (chap- 
ter 34.05 RCW), the following is the schedule of regular 
meetings for the department of health, board of osteopathic 
medicine and surgery, for the year 2018. The board of osteo- 


Miscellaneous 
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pathic medicine and surgery meetings are open to the public, 
and access for persons with disabilities may be arranged with 
advance notice. Please contact the staff person below for 
more information. 

Agendas for the meetings listed below are made avail- 
able in advance via listserv and/or the department of health 
web site (see below). Every attempt is made to ensure that the 
agenda is up-to-date. However, the board of osteopathic med- 
icine and surgery reserves the right to change or amend agen- 
das at the meeting. 


Date Time Location 
January 12, 2018 9:00 a.m. Kent 
March 23, 2018 9:00 a.m. Kent 
May 7, 2018 8:30 a.m. Yakima 
July 20, 2018 9:00 a.m. Kent 
September 28, 2018 9:00 a.m. Kent 
November 2, 2018 9:00 a.m. Kent 


If you need further information, please contact Brett 
Cain, Program Manager, Board of Osteopathic Medicine and 
Surgery, Washington State Department of Health, P.O. Box 
47852, Olympia, WA 98504-7852, phone 360-236-4766, fax 
360-236-2901, brett.cain@doh.wa.gov, www.doh.wa.gov. 

Please be advised that the board of osteopathic medicine 
and surgery is required to comply with the Public Records 
Act, chapter 42.56 RCW. This act established a strong state 
mandate in favor of disclosure of public records. As such, the 
information you submit to the board, including personal 
information, may ultimately be subject to disclosure as a pub- 
lic record. 


WSR 17-19-061 
ATTORNEY GENERAL'S OFFICE 
[Filed September 13, 2017, 1:38 p.m.] 


NOTICE OF REQUEST FOR ATTORNEY GENERAL'S OPINION 
WASHINGTON ATTORNEY GENERAL 


The Washington attorney general routinely publishes 
notice of an opportunity to comment for opinion requests that 
we receive from the heads of state agencies, state legislators, 
and county prosecuting attorneys if we anticipate publishing 
a formal opinion in response to the request. We do so in order 
to provide members of the public with a chance to provide 
any legal analysis that they would like us to consider as we 
develop our opinion. In preparing any comments, please be 
aware that our opinion will provide our considered legal anal- 
ysis of the question presented, and therefore comments that 
address the interpretation of the law are more helpful than 
comments that express an opinion as to what the law should 
be. 

If you are interested in commenting on a request listed in 
this volume of the register, you should notify the attorney 
general's office of your interest by October 11, 2017. This is 
not the due date by which comments must be received, and 
we will consider any comments we receive before we com- 
plete our opinion. However, if you do not notify the attorney 
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general's office of your interest in commenting on an opinion 
request by this date, the opinion may be issued before your 
comments have been received. You may notify the attorney 
general's office of your intention to comment by email to 
OpinionComments@atg.wa.gov or by writing to the Office 
of the Attorney General, Solicitor General Division, Atten- 
tion Jeff Even, Deputy Solicitor General, P.O. Box 40100, 
Olympia, WA 98504-0100. When you notify the office of 
your intention to comment, you may be provided with a copy 
of the opinion request in which you are interested, informa- 
tion about the attorney general's opinion process, information 
on how to submit your comments, and a due date by which 
your comments must be received to ensure that they are fully 
considered. 

If you are interested in receiving notice of new formal 
opinion requests via email, you may visit the attorney gen- 
eral's web site at http://www.atg.wa.gov/ago%E2%80% 
90opinions for more information on how to join our AGO 
opinions list. 

The attorney general's office seeks public input on the 
following opinion request(s): 


Opinion Docket No. 17-09-01 
Request by Pat Kohler, Director 
Department of Licensing 


QUESTION(S): 
Are concealed pistol licenses subject to public disclo- 
sure? 


WSR 17-19-062 
ATTORNEY GENERAL'S OFFICE 
[Filed September 13, 2017, 1:38 p.m.] 


NOTICE OF REQUEST FOR ATTORNEY GENERAL'S OPINION 
WASHINGTON ATTORNEY GENERAL 


The Washington attorney general routinely publishes 
notice of an opportunity to comment for opinion requests that 
we receive from the heads of state agencies, state legislators, 
and county prosecuting attorneys if we anticipate publishing 
a formal opinion in response to the request. We do so in order 
to provide members of the public with a chance to provide 
any legal analysis that they would like us to consider as we 
develop our opinion. In preparing any comments, please be 
aware that our opinion will provide our considered legal anal- 
ysis of the question presented, and therefore comments that 
address the interpretation of the law are more helpful than 
comments that express an opinion as to what the law should 
be. 

If you are interested in commenting on a request listed in 
this volume of the register, you should notify the attorney 
general's office of your interest by October 11, 2017. This is 
not the due date by which comments must be received, and 
we will consider any comments we receive before we com- 
plete our opinion. However, if you do not notify the attorney 
general's office of your interest in commenting on an opinion 
request by this date, the opinion may be issued before your 
comments have been received. You may notify the attorney 
general's office of your intention to comment by email to 
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OpinionComments@atg.wa.gov or by writing to the Office 
of the Attorney General, Solicitor General Division, Atten- 
tion Jeff Even, Deputy Solicitor General, P.O. Box 40100, 
Olympia, WA 98504-0100. When you notify the office of 
your intention to comment, you may be provided with a copy 
of the opinion request in which you are interested, informa- 
tion about the attorney general's opinion process, information 
on how to submit your comments, and a due date by which 
your comments must be received to ensure that they are fully 
considered. 

If you are interested in receiving notice of new formal 
opinion requests via email, you may visit the attorney gen- 
eral's web site at http://www.atg.wa.gov/ago%E2%80% 
90opinions for more information on how to join our AGO 
opinions list. 

The attorney general's office seeks public input on the 
following opinion request(s): 


Opinion Docket No. 17-09-02 
Request by Shawn Sant 
Franklin County Prosecuting Attorney 


QUESTION(S): 

Should 1980 AGO No. 1 be withdrawn/revised in light 
of changes in technology and practice, the legislative intent 
of RCW 42.56.070(9), and the recent decision in SEIU 
Healthcare 775NW v. Department of Social & Health Ser- 
vices, 193 Wash.App. 377, 377 P.3d 214, review denied, 186 
Wash.2d 1016, 380 P.3d 502 (2016)? 

Is it proper to redact names of individuals from a list or 
data compilation which is requested under the Public Records 
Act and for a commercial purpose? 


WSR 17-19-066 
INTERPRETIVE OR POLICY STATEMENT 
DEPARTMENT OF 
LABOR AND INDUSTRIES 
[Filed September 14, 2017, 1:25 p.m.] 


Notice of Interpretive or Policy Statement 


Under RCW 34.05.230, following is one policy and 
interpretive statement amended and one policy and interpre- 
tive statement repealed by the department of labor and indus- 
tries, insurance services division. 

If you have any questions or need additional informa- 
tion, please contact Maggie Leland, rules coordinator at 360- 
902-4504. 

Title: Policy 61.06 - Workers' Compensation Insurance 
Coverage for Volunteers. 

Date Issued: August 15, 2017. 

Description: The August 1, 2016, policy was amended to 
make the interim policy permanent. One change was made to 
policy point #7 to remove "K-12 and beyond" from the 
unpaid student section as it was not necessary to clarify what 
an institution of higher learning is. This change was made 
because of a stakeholder comment. 
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Contact: Suzy Campbell, 7273 Linderson Way, Tumwa- 
ter, WA 98501, Mailstop 4250, 360-902-5003, Suzanne. 
campbell@Ini.wa.gov. 

Title: Policy 61.23 - Determining the Status of a Subcon- 
tractor Who Only Furnishes Labor. 

Date Repealed: July 6, 2017. 

Description: This policy is incorrect and outdated due to 
law changes in 2008. The policy was based on sections of 
RCW 51.08.180 in effect until 2008. In 2008, RCW 51.08.- 
181 was created and RCW 51.08.180 was amended to 
remove subsections (2) and (3). The policy referred to the 
sections of RCW 51.08.180 that no longer exist. 

Contact: Suzy Campbell, 7273 Linderson Way, Tumwa- 
ter, WA 98501, Mailstop 4250, 360-902-5003, Suzanne. 
campbell@Ini.wa.gov. 


Maggie A. Leland 
Rules Coordinator 


WSR 17-19-071 
NOTICE OF PUBLIC MEETINGS 
ATTORNEY GENERAL'S OFFICE 
(Public Records Exemptions Accountability Committee) 
[Filed September 15, 2017, 8:46 a.m.] 


The following is the 2018 regular meeting schedule for 
the public records exemptions accountability committee 
(sunshine committee): 


February 27,2018 9am.- John A. Cherberg 


1 p.m. Building 
Conference Room ABC 
Olympia, Washington 
May 15, 2018 9am.- John A. Cherberg 
1 p.m. Building 
Conference Room ABC 
Olympia, Washington 
August 21,2018 9am.- John A. Cherberg 
1 p.m. Building 
Conference Room ABC 
Olympia, Washington 
October 23,2018 9am.- John A. Cherberg 
1 p.m. Building 
Conference Room ABC 


Olympia, Washington 


The meeting location, agenda, and other information will 
be available five to seven days prior to each meeting at 
http://www.atg.wa.gov/sunshine-committee. 

Please visit this website to join the sunshine committee 
listserv to receive notices about when materials are posted. 

Please contact Melinda Brown, Paralegal 2, Sunshine 
Committee Staff, Washington State Attorney General's 
Office, 360-586-1295, Melindab1@atg.wa.gov, if you have 
any questions regarding the schedule or meeting agendas. 
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WSR 17-19-079 
NOTICE OF PUBLIC MEETINGS 
CENTER FOR CHILDHOOD 
DEAFNESS AND HEARING LOSS 
[Filed September 18, 2017, 8:00 a.m.] 


The Washington state center for childhood deafness and 
hearing loss board of trustees has set their calendar of meet- 
ings for the year 2018. All meetings, unless otherwise noted, 
will be held on [at] the Washington School for the Deaf, 611 
Grand Boulevard, Vancouver, WA. 


Special Meeting 


December 8,2017 Washington 9:45 a.m. - 3:00 
School for the p.m. 
Deaf Campus 
Board Meetings 


February 9, 2018 Olympia Time and location yet 
to be determined 
March 9, 2018 

May 11, 2018 

June 14, 2018 
September 14, 2018 
October 12, 2018 


November 16, 2018 


9:45 a.m. - 3 p.m. 
9:45 a.m. - 3 p.m. 
9:45 a.m. - 3 p.m. 
9:45 a.m. - 3 p.m. 
9:45 a.m. - 3 p.m. 
9:45 a.m. - 3 p.m. 


WSR 17-19-080 
NOTICE OF PUBLIC MEETINGS 
OILSEEDS COMMISSION 
[Filed September 18, 2017, 9:32 a.m.] 


Please note the following meeting date change for the 
Washington oilseeds commission fourth quarter commission 
meeting. 

The Washington mint commission has changed the reg- 
ular meeting from Tuesday, November 14, 2017, to Wednes- 
day, November 8, 2017. 

The meeting will be held at the Washington state potato 
commission office starting at 9:00 a.m. 

If you need further information contact Shane Johnson, 
100 North Fruitland Street, Suite B, Kennewick, WA 99336, 
509-585-5460, 509-585-2671, shanej@agmgt.com. 


WSR 17-19-082 
NOTICE OF PUBLIC MEETINGS 
DEPARTMENT OF HEALTH 
[Filed September 18, 2017, 3:28 p.m.] 


In accordance with the Open Public Meetings Act (chap- 
ter 42.30 RCW) and the Administrative Procedure Act (chap- 
ter 34.05 RCW), the following is the schedule of regular 
meetings for the department of health, examining board of 
psychology, for the year 2018. The examining board of psy- 
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chology meetings are open to the public and access for per- 
sons with disabilities may be arranged with advance notice. 

Agendas for the meetings listed below are made avail- 
able in advance via listserv and the department of health web 
site (see below). Every attempt is made to ensure that the 
agenda is up-to-date. However, the examining board of psy- 
chology reserves the right to change or amend agendas at the 
meeting. 


Date Time Location 
January 26, 2018 9:00 a.m. Tumwater 
March 16, 2018 9:00 a.m. Kent 
May 18, 2018 9:00 a.m. Tumwater 
July 20, 2018 9:00 a.m. Tumwater 
September 14, 2018 9:00 a.m. Kent 
November 16, 2018 9:00 a.m. Kent 


If you need further information, please contact Kim-Boi 
Shadduck, Program Manager, Examining Board of Psychol- 
ogy, Washington Department of Health, P.O. Box 47852, 
Olympia, WA 98504-7852, 360-236-2912, 360-236-2901, 
Kimboi.shadduck@doh.wa.gov, www.doh.wa.gov. 

Please be advised the examining board of psychology is 
required to comply with the Public Records Act, chapter 
42.56 RCW. This act establishes a strong state mandate in 
favor of disclosure of public records. As such, the informa- 
tion you submit to the board, including personal information, 
may ultimately be subject to disclosure as a public record. 


WSR 17-19-084 
RULES COORDINATOR 
DEPARTMENT OF REVENUE 
[Filed September 18, 2017, 3:36 p.m.] 


Pursuant to RCW 34.05.312, the rules coordinator for 
the department of revenue is Erin Lopez, Interpretations and 
Technical Advice Division, Department of Revenue, 6400 
Linderson Way S.W., Tumwater, WA, P.O. Box 47453, 
Olympia, WA 98504-7453, phone 360-534-1577, fax 360- 
534-1606, email ErinL@dor.wa.gov. 


Erin Lopez 

Senior Policy Manager 
Rules Coordinator 
Alan R. Lynn 
Assistant Director 


WSR 17-19-085 
NOTICE OF PUBLIC MEETINGS 
NOXIOUS WEED 
CONTROL BOARD 
[Filed September 18, 2017, 7:08 p.m.] 


The updated information of the Washington state nox- 
ious weed control board for its November public hearing and 
regular meeting are as follows: 
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From: Public hearing Tuesday, October 31, 2017, at 1:00 
p.m., at the Confluence Technology Center, 285 Technology 
Center Way, Wenatchee, WA 98801; and regular meeting 
Wednesday, November 1, 2017, at 9:00 a.m., at the Conflu- 
ence Technology Center, 285 Technology Center Way, 
Wenatchee, WA 98801. 

To: Public hearing Tuesday, October 31, 2017, at 1:00 
p.m., at the Wenatchee Convention Center, 201 North 
Wenatchee Avenue, Wenatchee, WA 98801; and regular 
meeting Wednesday, November 1, 2017, at 9:00 a.m., at the 
Wenatchee Convention Center, 201 North Wenatchee Ave- 
nue, Wenatchee, WA 98801. 

If you need further information contact Alison Halpern, 
P.O. Box 42560, Olympia, WA 98504-2560, phone 360-902- 
2053, fax 360-902-2094, noxiousweeds@agr.wa.gov, www. 
nwcb.wa.gov. 


WSR 17-19-095 
NOTICE OF PUBLIC MEETINGS 
FREIGHT MOBILITY 
STRATEGIC INVESTMENT BOARD 
[Filed September 19, 2017, 11:02 a.m.] 


2018 Meeting Schedule 
January 19 Olympia 
March 16 SeaTac 
June 1 Suquamish 
September 21 Walla Walla 


November 16 Spokane area 


WSR 17-19-099 
HEALTH CARE AUTHORITY 
[Filed September 19, 2017, 11:46 a.m.] 


REVISED NOTICE 
(Please note changes to comment period and meetings) 


Title or Subject: Section 1115 Extension Application. 

Effective Date: January 1, 2018. 

Description: The health care authority (the agency) pub- 
lished a notice on September 5, 2017, regarding the intent to 
submit an application to extend the Section 1115 Family 
Planning Only Demonstration Waiver for five years (through 
December 2022). The agency has revised the original public 
comment period to October 2017; a new notice will be posted 
to announce the new time period. 

In addition, the agency had scheduled meetings for Sep- 
tember 19 and 22, 2017. These meetings will be rescheduled 
at a later date. The new dates and times will be posted on the 
agency web site. 

Previous information: The current waiver expires on 
December 31, 2017. It covers limited family planning and 
family planning-related services for women and men who are 
enrolled in the agency's two programs, Family Planning Only 
Extension and Take Charge. 
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The purpose, client eligibility requirements, and benefit 
package will remain the same. The name will change to Fam- 
ily Planning Only to reduce confusion inherent in two pro- 
gram names. 

The purpose of the Family Planning Only program is to: 


e Assure access to family planning services. 

e Decrease unintended pregnancies and births. 

e Lengthen intervals between births. 

e Reduce state and federal medicaid expenditures for 
averted births from unintended pregnancies. 


The following groups are eligible for services under the 
Family Planning Only program: 


e Recently pregnant women who lose medicaid coverage 
after their pregnancy coverage ends. These women are 
automatically enrolled for ten months. 

e Uninsured women and men with family incomes at or 
below two hundred sixty percent federal poverty level 
(FPL), seeking to prevent an unintended pregnancy. 

e Teens and domestic violence victims who need confi- 
dential family planning services and are covered under 
their perpetrator's or parent's health insurance and are at 
or below two hundred sixty percent FPL. 


Coverage is for twelve months, starting on the first day 
of the month the application was signed. Applications are 
available on the agency web site or at specified providers 
who can assist with completion of the application. Services 
are currently provided at specified clinics across Washington 
state (listed on the agency web site). 

The Family Planning Only program provides the follow- 
ing services on a fee-for-service basis: All FDA-approved 
contraceptives; natural family planning; over-the-counter 
contraception; emergency contraception; sterilization; con- 
traceptive education, counseling, and management; limited 
STI/STD testing and treatment related to successful use of 
the chosen contraceptive method; cervical cancer screening 
according to national clinical guidelines when associated 
with a family planning visit; office visits and limited ancil- 
lary services related to the above services. There are no cost- 
sharing requirements to receive services under this program. 

Because eligibility and services will remain the same, 
this extension is anticipated to have no effect on annual 
aggregate expenditures or enrollment. Based on fiscal year 
2016 experience we expect enrollment of approximately four 
thousand clients with an expenditure of $1.5 million for each 
year of the five year renewal period. 

The demonstration will test the hypotheses that by main- 
taining the Family Planning Only program (1) access to fam- 
ily planning services will remain available to people who oth- 
erwise may not have access and (2) the unintended pregnancy 
rate in Washington state will remain stable or continue to 
decrease. The state expects that over the five years of the 
renewal period the state will have decreased costs due to 
averted births from unintended pregnancy. These hypotheses 
will be measured by evaluating enrollment in the Family 
Planning Only program, contraceptive methods chosen, 
Pregnancy Risk Assessment Monitoring System (PRAMS) 
data, birth certificates, and claims data. Due to the small sam- 
ple size, evaluation may be limited to descriptive analysis. 
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The demonstration's expenditure authority falls under 
the state's Title XIX plan and section 1115 (a)(2) of the 
Social Security Act. Requirements not applicable to the 
expenditure authorities are: 

(1) Methods of Administration: Transportation: Section 
1902 (a)(4) insofar as it incorporates 42 C.F.R. 431.53. To 
the extent necessary to enable the state to not assure transpor- 
tation to and from providers for the demonstration popula- 
tion. 

(2) Amount, Duration, and Scope of Services (Compara- 
bility): Section 1902 (a)(10)(B). To the extent necessary to 
allow the state to offer the demonstration population a benefit 
package consisting only of family planning services and fam- 
ily planning-related services. 

(3) Prospective Payment for Federally Qualified Health 
Centers and Rural Health Centers and Rural Health Clinics: 
Section 1902 (a)(15). To the extent necessary for the state to 
establish reimbursement levels to these clinics that will com- 
pensate them solely for family planning and family planning- 
related services. 

(4) Eligibility Procedures: Section 1902 (a)(17). To the 
extent necessary to allow the state to not include parental 
income when determining a minor's (individual under age 
eighteen) eligibility for the family planning demonstration. 
To the extent necessary to allow the state to not require 
reporting of changes in income or household size for twelve 
months, for a person found income-eligible upon application 
or annual redetermination when determining eligibility for 
the family planning demonstration. 

(5) Retroactive Coverage: Section 1902 (a)(34). To the 
extent necessary to enable the state to not provide medical 
assistance to the demonstration population for any time prior 
to the first of the month in which an application for the 
demonstration is made. 

(6) Early and Periodic Screening, Diagnostic, and Treat- 
ment (EPSDT): Section 1902 (a)(43)(A). To the extent neces- 
sary to enable the state to not furnish or arrange for EPSDT 
services to the demonstration population. 


For additional information or a hard copy of the applica- 
tion, please contact Washington State Health Care Authority, 
Attn. Anaya Balter, Clinical Director for Women's Health, 
P.O. Box 45502, Olympia, WA 98504-5502, phone 360-725- 
1652, TDD/TTY 1-800-848-5429, fax 360-725-1152, email 
familyplanning@hca.wa.gov. 


Web site addresses: 


e Take Charge page: https://www.hca.wa.gov/free-or- 
low-cost-health-care/apple-health-medicaid-coverage/ 
take-charge-family-planning-non-medicaid. 

e Public Notice page: https://www.hca.wa.gov/about-hca/ 
news-data-and-reports-hca/public-notices. 


County Contacts 


Adams County 

Adams County Health Department 
108 West Main 

Ritzville, WA 99169 

Phone (509) 659-3315 
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Asotin County 

Clarkston Home and Community Services Office 
525 Fifth Street 

Clarkston, WA 99403 

Web site http://www.altcwashington.com 

Phone (509) 751-4672 

Alt. Phone 1-800-310-4881 

Fax (509) 758-4593 


Benton County 

Tri-Cities Home and Community Services Office 
500 North Morain Street 

Suite 2210 

Kennewick, WA 99336 

Phone (509) 374-2100 

Alt. Phone 1-800-310-4833 

Fax (509) 374-7559 


Chelan County 

Chelan Community Services Office 
805 South Mission Street 
Wenatchee, WA 98801 

Phone (509) 667-6000 


Clallam County 

Port Angeles Home and Community Services Office 
235 West Ist Street 

Port Angeles, WA 98362 

Phone (360) 565-2160 

Alt. Phone 1-800-280-9891 

TTY (360) 417-5651 

Fax (360) 417-1416 


Clark County 

Vancouver Home and Community Services Office 
800 N.E. 136th Avenue 

Suite 220 

Vancouver, WA 98684 

Phone (360) 397-9500 

Alt. Phone 1-800-280-0586 

TTY (360) 750-4079 

Fax (360) 992-7949 


Columbia County 

Aging and Disability Resource Center 
410 East Main 

Dayton, WA 99328 

Web site http://www.altcwashington.com/ 
Phone (509) 382-4787 


Cowlitz County 

Kelso Home and Community Services Office 
711 Vine Street 

Kelso, WA 98626 

Phone (360) 501-2500 

Alt. Phone 1-800-605-7322 

TTY (360) 577-7591 

Fax (360) 578-4106 


Douglas County 

Wenatchee Home and Community Services Office 
50 Simon Street S.E. 

Suite B 
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East Wenatchee, WA 98802 
Phone (509) 886-6140 

Alt. Phone 1-800-670-8874 
Fax (509) 886-6221 


Ferry County 

Republic Home and Community Services Office 
89 Fast Delaware 

Republic, WA 99166 

Phone (509) 775-2227 

Alt. Phone 1-888-437-0516 

TTY (509) 775-2661 

Fax (509) 775-2401 


Franklin County 

Franklin County Commissioners Office 
1016 North 4th Avenue 

Pasco, WA 99301 

Phone (509) 545-3535 


Garfield County 

Garfield County District Court 
789 West Main Street 

P.O. Box 817 or 819 
Pomeroy, WA 99347 

Phone (509) 843-1002 


Grant County 

Moses Lake Home and Community Services Office 
1651 South Pilgrim Street 

Moses Lake, WA 98837 

Phone (509) 764-5657 

Alt. Phone 1-800-671-8902 

TTY 1-800-833-6388 

Fax (509) 764-5656 


Grays Harbor County 

Aberdeen Home and Community Services Office 
415 West Wishkah Street 

Suite A2 

Aberdeen, WA 98520 

Phone (360) 533-9222 

Alt. Phone 1-800-487-0119 

TTY (360) 533-9730 

Fax (360) 533-9782 


Island County 

Oak Harbor Home and Community Services Office 
900 East College Way 

Suite 210 

Mt. Vernon, WA 98273 

Phone (360) 429-2961 

Alt. Phone 1-866-608-0836 

Fax (360) 429-2958 


Jefferson County 

Port Townsend Home and Community Services Office 
915 Sheridan Street 

Suite 201 

Port Townsend, WA 98368 

Phone (360) 379-4326 

Alt. Phone 1-800-280-9991 

Fax (360) 344-4600 
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King County 


King County Home and Community Services Office 


1737 Airport Way South 
Suite 130 

P.O. Box 24847 

Seattle, WA 98134 

Phone (206) 341-7750 

Alt. Phone 1-800-346-9257 
TTY 1-800-833-6384 


Kitsap County 

Bremerton Home and Community Services Office 
4710 Auto Center Boulevard 

Bremerton, WA 98312 

Phone (360) 473-2299 

Alt. Phone 1-800-422-7114 

TTY (360) 478-4928 

Fax (360) 478-6467 


Kittitas County 

Ellensburg Home and Community Services Office 
100 East Jackson Avenue 

Suite 100 

Ellensburg, WA 98926 

Phone (509) 925-0433 

Alt. Phone 1-800-310-4999 

Fax (509) 962-7755 


Klickitat County 


White Salmon Home and Community Services Office 


221 North Main Street 
White Salmon, WA 98672 
Phone (509) 493-6157 

Alt. Phone 1-800-504-1180 


Lewis County 

Chehalis Home and Community Services Office 
3451 Galvin Road 

Centralia, WA 98531 

Phone (360) 807-7150 

Alt. Phone 1-800-487-0360 

Fax (360) 330-7552 


Lincoln County 

Lincoln County Health Department 
90 Nicholls Street 

Davenport, WA 99122 

Phone (509) 725-1001 


Mason County 

Shelton Home and Community Services Office 
2505 Olympic Highway North 

Suite 440 

Shelton, WA 98584 

Phone (360) 664-9050 

Alt. Phone 1-800-462-4957 

Fax (360) 432-2045 


Okanogan County 

Omak Home and Community Services Office 
130 South Main 

Omak, WA 98841 

Phone (509) 846-2103 
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Alt. Phone 1-888-437-0529 
TTY (509) 826-7389 
Fax (509) 826-7439 


Pacific County 

South Bend Home and Community Services Office 
307 East Robert Bush Drive 

P.O. Box 87 

South Bend, WA 98586 

Phone (360) 875-4222 

Alt. Phone 1-800-458-3747 

Fax (360) 875-0590 


Pend Oreille County 

Newport Home and Community Services Office 
1600 West First Avenue 

Newport, WA 99156 

Phone (509) 447-6223 

Alt. Phone 1-888-437-0516 

Fax (509) 447-5256 


Pierce County 

Tacoma Home and Community Services Office 
1949 South State Street 

Tacoma, WA 98405 

Phone (253) 476-7200 

Alt. Phone 1-800-442-5129 

TTY (253) 593-5471 

Fax (253) 597-4161 


San Juan County 

San Juan County Health Services 
145 Rhone Street 

Friday Harbor, WA 98250 
Phone (360) 378-4474 

Fax (360) 378-7036 


Skagit County 

Mount Vernon Home and Community Services Office 
900 East College Way 

Suite 210 

Mt. Vernon, WA 98273 

Phone (360) 429-2961 

Alt. Phone 1-866-608-0836 

Fax (360) 416-7401 


Skamania County 

Stevenson Home and Community Services Office 
266 S.W. Second Street 

P.O. Box 817 

Stevenson, WA 98648 

Phone (509) 427-5611 

Alt. Phone 1-800-505-4203 

Fax (509) 427-4604 


Snohomish County 

Smokey Point Home and Community Services Office 
3906 172nd Street N.E. 

Suite 101 

Arlington, WA 98223 

Phone (360) 651-6800 

Alt. Phone 1-800-827-2984 

Fax (360) 651-6832 
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Spokane County 

Spokane Home and Community Services Office 
1330 North Washington Street 

Suite 3000 

Spokane, WA 99201 

Phone (509) 568-3700 

Alt. Phone 1-800-459-0421 

TTY (509) 568-3697 

Fax (509) 568-3771 


Stevens County 

Colville Home and Community Services Office 
1100 South Main 

Colville, WA 99114 

Phone (509) 685-5644 

Alt. Phone 1-800-437-0516 

Fax (509) 684-7430 


Thurston County 

Tumwater Home and Community Services Office 
6639 Capitol Boulevard S.W. 

Tumwater, WA 98512 

Phone (360) 664-9050 

Alt. Phone 1-800-462-4957 

TTY (360) 407-1678 

Fax (360) 664-9107 


Wahkiakum County 
Health and Human Services 
42 Elochoman Valley Road 
Cathlamet, WA 98612 
Phone (360) 795-8630 
Alt. Phone 1-800-635-5989 


Walla Walla County 

Walla Walla Home and Community Services Office 
206 West Poplar 

Walla Walla, WA 99362 

Phone (509) 524-4960 

Alt. Phone 1-800-310-5678 

Fax (509) 527-4142 


Whatcom County 

Bellingham Home and Community Services Office 
600 Lakeway Drive 

Bellingham, WA 98225 

Phone (360) 756-5750 

Alt. Phone 1-800-239-8292 

Fax (360) 676-2239 


Whitman County 

Colfax Home and Community Services Office 
418 South Main Street 

Suite 3 

Colfax, WA 99111 

Phone (509) 397-5091 

Alt. Phone 1-800-459-0421 

Fax (509) 397-4323 


Yakima County 

Yakima Home and Community Services Office 
1002 North 16th Avenue 

Yakima, WA 98902 
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Phone (509) 225-4400 
Alt. Phone 1-800-822-2097 
Fax (509) 575-2286 
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